GRURDIG 


FR2DD EMERGENCY AM/FM/SW RADIO 

Be prepared and stay informed with the FR200 from Grundig. If the power goes 
out and batteries aren’t available, the FR200 can operate for one hour with just 
one minute of cranking. Its built-in generator means that even in the most 
desperate situations, you can still have access to local news and information 
as wells as to news from around the world. 


• Four Band Tuning - AM/FM/SW1/SW2. 

• Built in power generator. 

• Rechargeable battery pack. 

• 2 1/2” diameter speaker. 

• Emergency light. 

• Fine tuning knob. 

• DC jack, earphone jack. 



DIMENSIONS: B 3/4 ”W x 5 3/4 ”H x 2 1/S”D 


WEIGHT: 1 lbs. 5 oz. 
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FRSOO Emergency 
AM/FM/SW Radio 


For indoor or outdoor use... Keeps you informed 
and entertained especially when storms knock 
out power. All that is required is hand cranking - 

NO BATTERIES REOUIRED! 


Always be prepared for an emergency... 

ice storm... tornado... flood... earth quake... 
any natural disaster or a power outage. Simply 
flip out the side Hand Crank and give it a quick 
90 turns, the FR200 AM/FM/SW radio leaps to 
life and continues playing for up to one hour 
(depending on the volume). 


You won’t believe it until you bear it, the 

FR200 AM/FM/Shortwave radio actually puts 
the power of radio in your own hands. With no 
conventional batteries or AC power whatsoever, 
the FR200 radio with its fine-tuning control of 
signals produces superior crystal-clear 

AM/FM/SW reception 
at room-filling 
volume. 


Dependable features 
such as a light 
source to help you 
find your matches, 
candles or lanterns 
until the power 
comes back on. You'll 
be absolutely amazed 
at the power of the 
2 Vs" speaker... you'll be able to enjoy 

listening to sports, world events, talk shows, 
weather and news with only a few cranks. The four 
bands allow you the choice of hundreds of stations 
AM/FM/SW1/SW2 in your home, on your vacation or 
anywhere outdoors! 


Features : 

• 4 Band tuning AM/FM/SW1/SW2 

• Heavy-duty cabinet 

• Fine tuning control 

• Rugged, durable crank handle 

• DC jack 

• Earphone jack 

• Rechargeable Ni-Mh battery 

• Emergency light 

• 2 Vs" speaker 

• Built-in power generator gives you up to 
an hour of playing time 

• Splash-proof ABS case 

• Measures: B W'W x 5 VV’H x 2 Va’’D 

• Weight: 10 oz 

• One year warranty 

• Shortwave listening guide 
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